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ACTION AEC- 11 

INFO OCT-01 EUR-25 EA-11 IO-14 ISO-OO SCI-06 CEQ-02 EPA-04 

DOTE-OO HUD-02 NASA-04 NSF-04 AID-20 CEA-02 CIAE-00 

CIEP-02 COME-OO DODE-OO EB-11 FEA-02 FPC-01 H-03 

INR-10 INT-08 L-03 NSAE-00 NSC-07 OMB-01 PM-07 RSC-01 

SAM-01 SP-03 SS-20 STR-08 TRSE-00 DRC-01 /195 W 

028817 

R 241726Z MAY 74 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC 2774 
INFO AMEMBASSY COPENHAGEN 
AMEMBASSY DUBLIN 
AMEMBASSY LONDON 
AMEMBASSY LUXEMBOURG 
AMEMBASSY OSLO 
AMEMBASSY OTTAWA 
AMEMBASSY PARIS 
AMEMBASSY ROME 
AMEMBASSY THE HAGUE 
AMEMBASSY TOKYO 
USMISSION EC BRUSSELS 
USMISSION OECD PARIS 
USMISSION IAEA VIENNA 

CONFIDENTIAL BONN 08317 

E. O. 11652: GDS 

TAGS: NERG, TECH, OECD, GW 

SUBJECT: ECG AD HOC ENERGY R&D GROUP 

REF: (A) STATE 103408, (B) BONN 08211 (NOTAL) 

1. DURING MEETING REPORTED REFTEL (B), SCHMIDT-KUESTER 
(S-K) MENTIONED THAT FINAL REPORT OF AD HOC GROUP ON 
ENERGY R&D WOULD ONLY PRESENT THE VARIOUS 
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REFTEL A), WITHOUT RECOMMENDING ANY SPECIFIC ONE. 

HOWEVER, S-K INDICATED HIS PERSONAL PREFERENCE IS TO 
DELEGATE THE RESPONSIBILITY FOR THIS FOLLOW-ON IN 
ENERGY R&D TO THE OECD. 

HILLENBRAND 
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